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In this Issue— 
a Credit Bureau Service is Helpful in Collecting Accounts 


GONG) 





THE CANADIAN HOSPITAL 























Your Hospital Needs Money 


Why not give fair consideration to 


the campaign method of securing it? 
Sy 


It focuses the attention of the public by intensive 
and discriminating publicity. 


It eliminates procrastination, because, once begun, 
the campaign will be pushed through to completion. 


It enlists the cooperation of all the friends of the 
institution. 


“It equalizes and democratizes the task by distri- 
buting it among a considerable number of people. 


It creates a corps of interested workers whose 
public spirit more than compensates for lack of 
sales experience and it makes these workers your 
permanent friends. 


It secures funds quickly. 


r 


J 
The members of Pierce & Hedrick, 
Incorporated, represent the very 
highest achievement in the devel- 
opment of the Campaign Method 


\ 


. CANADIAN REFERENCES 


Write us your needs, without obligation on your part. 


Pierce & Hedvick = 


[Incorporated] 
French Building 1032 Phelan Bldg. 
551 Fifth Avenue San Francisco 
New York, N.Y. California 
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An integral part of 
every diet 


THE diet needs the bulk supplied by Kellogg’s ALL- 
BRAN. This 100% bran product healthfully pro- 
motes regular and natural elimination. 


ALL-BRAN relieves and prevents constipation effect- 
ively—because it is 100% bran. Physicians know 
it can be relied upon to accomplish definite results. 
No part-bran can do the same. 


Cooked and krumbled by a special process. Its crisp, 
nut-like flavour is appetizing. A pleasing “‘prescrip- 
tion” for young and old. 


Serve Kellogg’s ALL-BRAN regularly with milk or 
cream, with fruits or honey added, with other 
cereals, in soups, or in many forms of cooking. 


Made by Kellogg in London, Ontario. Sold by all 


grocers. Served everywhere. 


* 





ALL-BRAN 
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OUTSTANDING APPROVED SPECIALTIES 














COMPOSITION INDICATIONS DOSES 
PEPTALMINE Peptones of meat and fish with Urticaria, Strophulus, Prurigo, Two tablets one hour before 
(Sugared Pills and Gran- extracts of eggs and milk, also with Eczema, Digestive Troubles, Mi- meals, or two teaspoonfuls of 
ulated). magnesia. graines, Diarrhea. granule one hour before meals. 
Children half dose. 
TRICALCIN E Assimilable Calcium Salts. Also Scientific Rational Treatment of A measure of powder.or one tab- 


(Powder, Tablets, Wafers 
and Granulated). 


associated with Adrenaline, Fluor 
and Methyarsinate. 


Pulmonary, seus, Renal and 
Lymphatic Tuberculosis, Rickets, 
Scrofulosis, Pregnancy-lactation. 


let or wafer at each meal. Children 


half dose. 





MUTHANOL 


(Box of 10 ampoules). 
(Box of 10 suppositories). 


Radiferous hydroxyde of Bis- 
muth, in suspension in oil, for intra- 
muscular injections. 





SOLUTHANOL 


(Box of 10 ampoules). 


Organic soluble salt consisting of 
large molecules containing 41.68% 
of Bi-metal. 


Syphilis Bismutho-Therapy- 
Syphilis in all its forms and stages 
and also nervous syphilis. 


One 2 c.c. ampoules every second 
or third day in series of 10. Same 
for suppositories. 





Syphilis of all forms and at all 
its stages. Nervous Syphilis. 


One 2% c.c. ampoules every 
second or third day in series of 10 
ampoules. Intramuscular injec- 
tions. 





PANBILINE 


(Pills and Liquid). 


Hepatic and Biliary Extracts- 
Associated, with Boldo Extract, 
Podophyllin and Glycerine. 


Constipation, Intestinal Auto- 
intoxication, Cholaemia’ Gastro- 
Enteritis, Hepaticholic, Dyspepsia, 
Jaundice, etc., Arteriosclerosis. 


2 to 12 pills a day at the be- 
ginning of meals, or 2 to 12 tea- 
spoonfuls of liquid. 





RECTO- 
PANBILINE 


(Liquid). 





Enema of Glycerinated Bile Ex- 
tract and Panbiline. 





Intestinal Autointoxication, Con- 
stipation of every kind, Dysentery, 
Diarrhea, Chronic diseases of the 
liver and kidneys. 





1 to 3 teaspoonfuls in half a 
pint of warm boiled water as an 
enema. 





LECLERC CATGUTS 


Treated in a unique way, right at the slaughter house, and as to obtain exactly the proper degree of suppleness and 
uniform resistance. Preserved in 90° alcohol, they are scrupulously aseptic and need not be boiled. 


Samples and literature gladly supplied in any quantities by the exclusive Canadian Representatives 
HERDT & CHARTON, INC., 2027 McGill College Ave.. MONTREAL 




















































































































Better 
Hospital 
Equipment 


1110—Nurse’s Desk 
(at left) 


With this filing system either Physician 
or Nurse can locate at a glance, the 
holder desired, as the name space is very 
readily seen. The holder proper is of 
Cast Aluminum taking up the smallest 
amount of space. For instance: the cut 
shows 30 charts, any multiple of five or 
ten charts can be had. The charts are 
rubber protected at the hanging points 
making it entirely noiseless. The work- 
ing surface is of polished Monel Metal. 
The body finished to suit surroundings. 
As can be seen, lots of storage room in 
drawers is supplied. The size can be 
changed to suit. 


Also Operating Room Circu- 
lar Instrument Tables, Ward 
Dietitian Tables, 
Tables, Kitchen 
Tables, Baby Dressing Tables. 
Food Conveyors, Tray Car- 
riages. 


Metal Craft Co. 


LIMITED 


Grimsby - Ontario 
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‘Lysol’ Disinfectant 


is not expensive 


ECAUSE “Lysol” Disinfectant has been the 
standard disinfectant in hospitals for so many 
years, there is a belief that it is expensive. 


That is not true. To use substitutes and imi- 
tations of “Lysol” Disinfectant effects only a neg- 
ligible economy—even from a money standpoint. 


And these inferior disinfectants expose the 
hospital to grave danger. Improper disinfection 
may lead to loss of confidence in the institution 
and its staff. It means constant risk of infection 
which jeopardizes the efficiency of physicians and 
nurses, and endangers the patients. 


Do not allow your institution to take these 
serious risks. Refuse substitutes. Insist on“ Lysol” 
Disinfectant. 


Disinfectant 


TRADE MARK 


IN CANADA 


Manufactured in Canada by LYSOL (CANADA) LIMITED. Distrib- 
uted by Lehn & Fink (Canada), Limited,9 Davies Avenue, Toronto, 
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ee 
“STANDARD” 


KITCHEN EQUIPMENT 


Leadership for 35 years 





For over thirty-five years 
“STANDARD” Kitchen 
Equipment has been given 
preference by hospital 
boards everywhere. 


“STANDARD” Kitchen 
Equipment is therefore 
backed by thirty-five years’ 
actual experience manu- 
facturing kitchen equip- 
ment for hospital use. 





Hospital Steam Table 
Trucks in all designs. 





Used and endorsed by both 
large and small hospitals 





Thirty-eight of the newest and Hospital Ward Steam Table 
largest hospitals, besidesmany 
smaller institutions, are all 
fitted throughout with 
“STANDARD” Kitchen 
Equipment. Whether for 
country or city, there is 
“STANDARD” Kitchen 
Equipment to meet every 
hospital requirment. 








a Let us quote on your Specifications. 
Sectional Steam Cookers Send for Cotalogue No. 6. Ranges for all fuels 


GEO. SPARROW & CO. 


119 CHURCH STREET 
TORONTO - . - - ONTARIO 
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— TO HOSPITAL BUYERS: — 


Your Beds Need 
This Mattress 


The Ideal Hospital Mattress 
The Marshall alone has 28 years of 


experience built into it. It is the orig- 
inal inner-spring mattress. Only the 
Marshall can give you all of the feat- 
ures vital for perfect service under the 
unusual demands of continuous hos- 
pital use. 


Marshall Inner Springs 


Cannot work through outer coverings; 
the spring ends are turned in. The 
stout pocketing is of heavy factory 
cotton, defying wear. All springs are 
nested permitting more and softer 
springs which never get out of place. 


High Quality Padding 


of cotton felt or hair is another assur- 
ance of comfort and longer service. 


Sanitary and Easily Sterilized 


The patented tape tie will not collect 
dust or lint. Ventilators permit free 
circulation of air to the interior of the 
Marshall keeping it fresh and permit- 
ting easy sterilization. Live steam can 
be used without harming the Marshall 
Mattress in any way. 


Features of excellence like these tell 
why many Marshalls are still as sani- 
tary and comfortable as ever after 15 
to 20 years constant use. 


Marshall mattresses will outwear two or more ordinary mattresses. 


“for 28 years 
oS the best.” 


GUARANTEED 
FOR FIVE YEARS 





MARSHALL VENTILATED MATTRESS CO. LTD., TORONTO, ONT. 
INNER-SPRING MATTRESS 
Ve 
BE SURE OF THE GENUINE LOOK FOR THE TRADE MARK 
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The above picture is one of a 
series illustrating the Seventh 
Edition of the treatise “Habit 
Time™ (of bowel movement). 





Separate enlargements of 
this engraving and “Habit SPASTIC CONSTIPATION 
Time” mailed free to hospital Fantus and other authorities say cathartics are 
pene On requen. usually contraindicated. 

Spasticity may be the result of inflammatory 
conditions. 

It may occur from vagatonic disturbances or 
accompany other bowel manifestations. 

Petrolagar (65% mineral oil), in any colonic 
treatment, is superior to cathartics or older methods, 
because 

—it aids in allaying spasm, 
— it lessens inflammation, 
— it soothes the irritated mucosa and reduces 
hypersensibility. 
Write for information about the new Hospital 
i ing Unit for hospital dispensing only. 





Deshell Laboratories of Canada, Ltd., ‘ 
245 Carlaw Avenue CH. 
Toronto, Ont. 

Gentlemen:—Send me of the new 


=e §=Petrolagar 


REG.U.S.PAT. OFF 
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BARD-PARKER KNIFE 


eSharp 


ARD-PARKER KNIVES are 

sharp, safe and economical. 
Because the used blades may be 
replaced by new sharp blades, 
Bard-Parker Knives are always 
ready for instant use. 


Prices —No. 3 handles, $1.50 





each. Blades, six of one size per 
package, $1.50 per dozen. 


Quantity Discounts—Orders of 1 
to 5 gross, assorted sizes of blades, 
unit delivery—10%. Orders of 5 
gross or more, assorted sizes of 
blades, unit delivery—15%. 


BARD-PARKER COMPANY, Inc. 
150 Lafayette Street, New York, N-Y. 
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OUR QUALITY APPAREL 


| is Made for Hospitals that are Tired of 
the Extravagance of Cheaper Lines 














Style No. 300 


HOUSE Style No. 700 
DOCTOR’S COAT ORDERLY’S COAT 


Made of bleached drill, this Made 
coat is neat and serviceable. leached duck, plain white 
It has the lay-down collar, °F striped, medium h 
ghee Pockren stenale | SUethabis pdctee” antl 
aaenee - oe pointed cuff on * sleeve. 





Prices: 
_ MEAS .00 doz, Plain white.......... $22.00 doz. 
Pants to match..$26.50 doz = Striped...........0....000 $23.00 doz. 























Style alana eines asad Style No. 3700 
NURSE’S PATIENT’S BED GOWN | SURGEON’S 
OPERATING GOWN _ buttons or tie tapes if ‘peoferred, reintoresd with eke OPERATING GOWN 


both back and front. Prt 
Reg. Cuffs, $21.00 per doz. Marble Head, unbleached........$10.00 per dos. Reg. Cuffs, $21.00 per doz. 
Marble Head, 4.50 per doz. Knitted Cuffs, $23.00 per doz. 


Knitted Cuffs, $23.00 per doz. SALES TAX INCLUDED 
Made in Canada by 


aw gore we CORBETT ~COWLEY git cer 





conditionally guar- Limited 
teed, as to both ial appar 
siamieiiiehin: cad NOTE OUR NEW TORONTO ADDRESS a 
material. 690 King St. W. 124 St. Antoine St. 
TORONTO MONTREAL 
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“Silence” in alcohol refers to 
the “‘Aldehyde” and “Fusel 
Oil” content . . . the less Alde- 
hyde or Fusel Oil the greater 
the “Silence.” 


In Buying Alcohol—Y ou are the Judge 
Make Sure You Obtain SILENCE 


‘Silence’ in Alcohol has reference to the ‘‘Aldehyde’”’ and ‘‘Fusel Oil’’ 
content . . . the less Aldehyde or Fusel Oil the greater the ‘‘Silence.’’ 
For every industrial purpose ‘‘Silence’’ in alcohol is desirable. . . it 
means better results and greatereconomy. . . in some classes of manu- 
factures ‘‘Silence’’ is imperative. 


Now, in Gold Medal Alcohol you can have absolute ‘‘Silence.’’ No — 
what formula you use, no matter for what purpose you use it . 

will find Gold Medal Alcohol invariably free of Aldehyde and Fusel 
Oil. . . invariably Best by Every Test. 


You never before have been able to obtain ‘‘Silence”’ in Alcohol}. . . only 
in Gold Medal can you get “‘Silence’’ today. And remember Gold Medal 
— costs no more than the ordinary jalcohol fyou jhave jhad,tofuse in 
the_past. 


THE ATLANTIC DISTILLING Co. LIMITED 


INDUSTRIAL ALCOHOL FOR ALL PURPOSES 


SALES OFFICE: 3 4 BY EVER Ry DISTILLERY: 
903 Castle Bldg. FON s VE, ‘7 Saint John, 
Montreal, Que. | 'C ‘ LIT eg © New Brunswick 


AN TORY 
ALCONOY | 
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Our Latest Production 


MONEL 
DE LUXE WASHER 


Especially adapted to efficient 
operation in the hospital 


Motor driven with single control, push button starter. Dimensions 
42”X84". This washer has all the latest devices and will give 
the best possible service at a minimum cost of operation. 








DRY ROOM TUMBLER 





EXTRACTOR 


No. 3 Unit for Small Hospitals and Institutions 


WRITE FOR COMPLETE PARTICULARS AND PRICES 


MEYER BROS. LAUNDRY MACHINERY CO. 


SUCCESSORS TO MEYER BROS. ESTABLISHED 1884 __ ‘ 
101 QUEEN STREET EAST TORONTO, CANADA 
We handle a complete line of Supplies for the Laundry 
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WHAT IS 


MICRO-LEVELLING? 


Micro-levelling is the Otis-Fensom system which auto- 
matically stops elevator cars exactly level with the floor. 
Its certainty, accuracy and smoothness make it ideal 
for hospital use. 


With Micro-levelling there is no inching nor jerking of the 
car for an accurate levelling. Neither is there any bump 
or jolt when wheeling patients on or off the elevator. 


It was these features coupled with the well-known high 
quality and service of Otis-Fensom products, that 
commended themselves to the judgment of the author- 
ities of St. Michael’s Hospital, Toronto. In the new 
addition there are two Micro-levelling passenger 
elevators each lifting 2000 Ibs. at 175 ft. per minute. 


Micro-levelling has indeed become the ‘Hospital Stan- 
dard”, being favoured by the leading hospitals of the 
Dominion. 


OTIS-FENSOM ELEVATOR 
COMPANY, LIMITED 


Heap Orrice ano Worxs: HAMILTON, CANADA 
OFFICES IN ALL PRINCIPAL CITIES 
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Castle Autoclave with “Forced Air Evacua- 
tion’ Automatic ‘Air and Condensation 
Eliminator connected to waste line. 


The Castle Dressing Sterilizer is as com- 
pletely automatic in operation as can 
humanly be devised, hence less opportunity 
or error. 


Castle engineers have been and always will 
be first in the development of improvements 
and refinements in the design and construc- 
tion of Hospital Sterilizers. 


(mao t L 


WILMOT CASTLE COMPANY 


CASTLE engineers acknowledge the 

acceptance by other manufacturers of 

a fundamental principle in correct ster- 

ilization, which they pioneered and 

have unremittingly advocated for over 
ten years. 


19]7 More than ten years ago CASTLE discovered the fallacy 
of the ‘‘partial vacuum’”’ used for the purpose for which 
it was recommended. CASTLE adopted and pioneered 
the principle of ‘‘ Forced Air Evacuation’’ and has since 
held leadership in the design and manufacture of Sterilizers 
for Hospital Service. 


1926 Two years ago CASTLE added an improvement of 
tremendous importance—the adoption of ‘‘Automatic” 
control as standard equipment for the positive discharge 
of all air and water. The complete elimination of the 
human element and the end of all uncertainty in this 
phase cf sterilization. 


1927 An added refinement—automatic air and condensation 
eliminator connected to plumbing. The end of the unsightly 
basin on the floor and the elimination of another hand 
operation. 


1928 After ten years, during which time many tests were 
carried out, other leading manufacturers now publicly 
proclaim the correctness of these CASTLE principles 
and are incorporating the principle of Automatic ‘‘Forced 
Air Evacuation’’ as a necessity in the carrying out of an 
exact technique. 


<> 


<a Sol dort 





1202 University Ave. ROCHESTER, NEW YORK 


World's Largest Manufacturers of Sterilizers for Hospitals, Physicians, and Dentssts 





FOR THE STORY ON CASTLE DRESSING STERILIZERS FILL AND MAIL TODAY 
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OFFICIALS OF ngicensaoived HOSPITAL ASSOCIATIONS 


Alberta Hospital Associatio 
—" Dr. A. H. Baker, Central Alberta Sanitarium, Cal- 


og J. A. Montgomery, Edmonton. 
British Columbia Hospitals Association. 

President, Geo. S. Haddon, Vancouver. 

Secretary, E. S. Withers, Royal Columbian Hospital, New 

Westminster, B.C. 

Manitoba Hospital Association. 

President, Robert Darrach, Brandon. 

Secretary, Dr. G. S. Williams, Children’s Hospital, Winnipeg. 
Maritime Catholic Hospital Association. 

President, Rev. Mother Audet, Campbellton, N.B. 

Secretary, Rev. Sr. M. Carroll, "Hotel Dieu, Campbellton, N.B. 
Ontario Hospital Association. 

 esauwmay R. H. Cameron, Toronto. 

Pr FO Routley, Ontario Division, Canadian 
ross, Toronto. 

Saskatchewan Hospital Association. 

President, W. E. Stephenson, Moose Jaw. 

Secretary, G. E. Patterson, Regina. 


Ld 
Training Doctors for a New Era 

For decades the progress of medical research has 
demanded more and better laboratories for biology, 
biochemistry, physiology, bacteriology and pathology; 
elaborate installations for X-ray and radium therapy 
and for treatments by machines, baths, and artificial 
sunlight; as well as operating facilities of many kinds. 
Hospitals with patients in beds are no longer sufficient 
for studying diseases and teaching students. There 
must be out-patient clinics for the sick who are able 
to get about, and even health centres for well persons. 
In addition to all these requisites the public health 
leaders are clamouring for the teaching of prevention 
seriously and to some purpose. 

The Rockefeller Foundation responds to invita- 
tions from certain types of medical schools which 
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seek aid in carrying out various plans for improving 
their buildings, equipment, organization, teaching, 
and research. During 1927 the following institutions 
were assisted: the College of Medicine of the State 
University of lowa; the Faculty of Medicine of the 
University of Montreal; the National School of Medi- 
cine and Pharmacy, Haiti; the Faculty of Medicine 
of Sao Paulo, Brazil; Faculty fo Medical Sciences, 
University College, London; London Hospital Medi- 
cal School; the Faculty fo Medicine, University of 
Cambridge; the Faculty of Medicine, University of 
Edinburgh; the Faculty of Medicine, University of 
Lyon; the Faculty of Medicine of the Free University 
of Brussels; the Faculty of Medicine, University of 
Strasbourg; twenty departments in twelve French 
and Italian medical schools; the Institute of Psychi- 
tric Research, Munich; the University of Zagreb; 
the Medical School of the American University in 
Beirut; the Medical School of Chulalongkorn Univer- 
sity, Bangkok; Shantung Christian University Medi- 
cal School, Tsinan; Shanghai Union Medical School; 
Hsiangya Medical College, Changsha; and Keio 
University College of Medicine, Tokyo. 

It will be seen from the foregoing that the Founda- 
tion is world-wide in its scope and influence, and the 
advancement of medical education and practice is 
due in no small part to its activities. 
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The Need for Private Rooms 


There are certain types of disease and illness, 
the efficient treatment of which makes it imperative 
that patients be located in private rooms. It is 
freely admitted that there is practically no type of 
disease or illness that cannot be treated to better ad- 
vantage if the patient is confined to a private room. 

It has been suggested by a prominent hospital 
executive that in the planning of the construction of 
a new hospital this fact be most carefully considered 
in order to provide for as many single rooms as pos- 
sible. It has often been the practice in the planning 
of hospitals in the past to so construct the building 
that the space left for each private room was suffi- 
cient to contain two beds if necessary. It was 
found that this provision was made use of in a very 
short time, since superintendents were unable to 
resist the pressure of admissions to already crowded 
institutions. This made the single room almost an 
impossibility. 

If the retaining of the private room is to be taken 
seriously into consideration, therefore, it appears to 
be necessary to so plan the building as to allow 
merely enough space in the single room to contain 
one bed, and no more. If the hospital is to be a 
100-bed institution at its full capacity, this capacity 
does not need to be made up by the installation ofa 
second bed in the private room. 

If it should become necessary to increase the 
capacity of the hospital, it would seem more sensible 
to add a bed to a semi-private ward or several to the 
public wards where space could be provided for 
these additions. Thus those rooms which were 
originally planned to be private would always be 
available for their intended purpose. 
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Do You Know Your Vegetables? 


As knowledge of the value of vegetables to health- 
ful living increases, the consumption becomes greater. 
It is therefore important that every person who pro- 
vides food for others know his vegetables, their cost, 
their seasons and their qualities, says W. B. Mack, 
in ‘Hygeia,’’ the popular health magazine of the 
American Medical Association. 

Signs by which the buyer may recognize vegetables 
of good quality are enumerated by Mr. Mack. For 
instance, asparagus of the best quality has gradually 
tapering spears. The green portion should not be 
more than eight inches long. Except in blanched 
asparagus the white portion is too tough to be eaten, 
so the less of it the better. 

The popular method of testing cantaloups by 
pressing on the ends cannot be trusted, the writer 
warns, unless one is the first person to examine a 
crate. A melon of good quality will have abundant 
netting, prominent ribs with well marked grooves 
between them and will be shorter from stem to blos- 
som end and wide in the other direction as compared 
with others in the same crate. 

Snap beans should snap rather than bend and the 
beans inside should be tender. Angular, wrinkled 
peas are better than smooth round ones. Corn should 
be cool to the touch and the kernels should be plump, 
moist and shiny. Sweet potatoes that are short, 
thick and spindle-shaped are the kind to buy. Smooth 
cylindrical cucumbers that are green all over are pre- 
ferred. Tomatoes of the best quality are smooth, 
firm, heavy and dark crimson or purple red. The 
light red ones with flat sides have been picked green 
and their ripening has been probably hurried along 
with gas. 

The food departments in our hospitals are more 
and more coming into theirown. A wider knowledge 
of such subjects as ‘Balanced rations,”’ vitamines 
and calories is having its effect in decreasing the 
number of days of patients in hospital and adding 
in other ways to better living and better health. 


1 


Surveys Mental Hospitals 

After spending two months touring Canada and 
the United States, during which time he visited 
many institutions in both countries, Mr. D. M. 
DeBourdais, director of the division of education, 
Canadian National Committee for Mental Hygiene, 
has returned to Toronto. 

From his investigations, he has reached the con- 
clusion that facilities in Canada for the treatment 
and care of those afflicted with mental diseases, con- 
pare favourably on the whole with those in the 
United States, and that in some respects they are 
superior. 

“One condition I found to be general in both 
countries,” stated Mr. DeBourdais. ‘‘This was with 
respect to the overcrowded state of the mental hos- 
pitals. With respect to therapeutic methods, it 
would seem that the average is somewhat higher in 
Canada, because there is a greater range between the 
best managed and the poorest hospitals in the 
United States. 
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“In one respect American facilities are uniformly 
superior, and that is with regard to the provision of 
social service departments in connection with the 
various public institutions. The function of these 
departments is to act as a go-between in arranging 
for the re-establishment of patients into the com- 
munity. In many other cases social service depart- 
ments can save the need for institutional care by 
proper adjustment before the maladjustment becomes 
serious.” 


New Syringe for Local Anaesthesia 


A new type of syringe for local anesthesia has 
been designed by Dr. George P. Pitkin, surgeon-in- 
chief, Holy Name Hospital, Teaneck, N.J. This 
syringe is a self-filling, continuous-flow syringe, 
permitting the injection of large amounts of anesthetic 
solution in a comparatively short time, without 
removing the needle from the tissue or detaching 
the syringe. 

There is an opening through the centre of the 
piston and piston stem, which allows for the intake 
and continuous flow of the anesthetizing fluid. This 
flow is controlled by a valve in the top of the piston 
stem just below the thumb ring. 

The three-ring finger rest makes it possible to 
fill and empty the syringe with one hand, and a 
device locks the needle on the tip of .the: syringe. 
Internal equalizing springs distribute the pressure 
exerted by the finger rings. 

The barrel of this syringe is made of special 
hard resistance glass and the plunger is of non- 
corrosive steel. Non-corrosive steel and the special 
hard glass have the same co-efficient of expansion 
and contraction and it is therefore possible to sterilize 
this syringe without removing the plunger. 

—Modern Hospital. 


Alberta Has Sexual Sterilization Law 

By a recent action of the Legislature, Alberta 
has become the first province in the Dominion of 
Canada to undertake sexual sterilization of the 
feeble-minded. 

The act provides that patients of a mertal 
hospital, before being released, shall appear before 
an examining board. If this board is unanimous 
in the opinion that the patient has given his consent, 
or if the patient is considered unfit to give such 
consent, agreement has been expressed by parent 
or guardian, the Act provides that a sterilization 
operation shall be performed. 


Cafeteria at Toronto Western Hospital 

Members of the auxiliary of the Toronto Western 
Hospital are conducting a cafeteria which isthe 
first of its kind in Toronto. Out-patients and 
members of the visiting staff come to this attractively 
equipped counter in a bright corner of the out- 
patients’ department. Coffee and sandwiches are 
procurable and are served by members of the aux- 
iliary, the prices being extremely reasonable. 

If popularity counts for anything, this innovation 
has every indication of becoming a most successful 
venture. 
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Portrait by Milne Studios 


DR. C. McMANE 
Superintendent Christie St. Hospital, Toronto 
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St. Joseph’s Hospital, Kenora, 
Opens New Wing. 


The official opening of the new wing of St. Joseph's 
Hospital, Kenora, Ont., took place on May 12th. 
The citizens of Kenora will now have at their disposal 
a modern hospital where every convenience and com- 
fort is available. There will be accommodation for 
at least sixty adult patients and there will also be an 
infants’ department. 
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The new building is strictly fireproof, steel and 
reinforced concrete being the materials used. The 
floors throughout are of terrazzo with curved base 
and rounded corners. The doors are of gumwood 
slab, satin finish. They are handsome in appearance 
and are wide enough to allow beds or operating car- 
riages to be wheeled through. 


A modern system of lighting has been installed 
and extended to the old building with a view to the 
greatest possible efficiency. Illumination is by cen- 
tral and bracket lights. The wall fixtures include all 
fixtures necessary for the use of special apparatus for 
treatment or examinations. 


A complete system of silent signals ‘of the most 
modern type has been installed, which has also been 
extended to the old building. The nurses will thus 
be enabled to ascertain just where their attention is 
required without running the risk of disturbing other 
patients. In the centre of the building there is an 
insulated stairway, with metal doors on each landing. 
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It provides a perfect fire escape in addition to the two 
exterior ones of easy access. 

The heating system is of the closed hot water 
type, forced circulation with reversed returns being 
used. The system is laid out on the medium piping 
plan. This is to allow for circulation throughout the 
building while the gas engine is put into operation, 
should the electric current fail. 

The plumbing is of a type especially designed for 


‘hospital use. 


On the north side of the building is located the 
covered ambulance porch and patients’ entrance. 
This was a much needed improvement, as there are 
now no steps to climb to reach the automatic elevator, 
which will take the patient to any of the floors. This 
elevator will also make the handling of surgical cases 
much easier and should prove a boon to both doctors 
and patients. 

On the ground floor are located the office, path- 
ological laboratory, dining rooms for the staff, the 
main kitchen, equipped with large refrigerating appa- 
aratus, store rooms and pantries. On the second 
floor are four private rooms, semi-private and public 
wards. The large reception room for the use of vis- 
itors is at the East end of this floor. 

On the third floor are five private rooms, a chil- 
dren’s ward, semi-private wards and two public 
wards, In the new wing, on this floor, is located the 
maternity department, with special sterilizing and 
obstetrical equipment. The nursery is provided with 
a window through which visitors may see, but not 
touch the babies. These floors are equipped with 
diet kitchens, electric stoves, refrigeration cabinets, 
linen rooms, nurses’ station-room, toilets, baths, etc. 

The operating or surgical suite is on the north- 
west section of the top floor. It consists of a major 
operating room, and a minor operating room, with a 
sterilizing room between. Both rooms are provided 
with instrument cabinets; and the lighting facilities 
both natural and artificial, are of the very best. 
Adjacent are the doctors’ rooms and the nurses’ work 
room containing a very convenient blanket-warmer. 
On the same floor new X-ray apparatus has been 
installed with a transformer in a separate room, and 
a dark-room for developing. The installation is 
quite complete and the hospital is now able to handle 
any cases that may require X-ray photography. 
Ultra-Violet ray treatment is also provided for in 
this department. 

Two enclosed sun-rooms are at the disposal of 
convalescing patients. Quite separate from the main 
building an isolation section has been erected for the 
treatment of infectious cases, containing a ward, a 
bath room, nurses’ room, telephone booth, etc. 

The power house and laundry are buildings apart 
from the hospital proper. 


CUMBERLAND, B.C.—The Diamond Jubilee wing 
of the Cumberland General Hospital has been officially 
opened. This hospital wing has been recently 
erected, and has made of the Cumberland Hospital 
one of the best of the smaller hospitals on Vancouver 
Island. 
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MEASLES HOSPITAL 








ORONTO RiverDALE 


= HE Riverdale Isolation Hospital was established and 
tO | is maintained by the City of Toronto. The funds for 

Se its upkeep are included yearly in the estimates of 
| the Department of Public Health, and, as such, are 
\\! part of the General Tax Rate. 









| _ The first hospital building was erected in 1891 on a 
42) site which was then considered to be in the outskirts 
of the City on the eastern bank of the Don River, 

but which to-day is in the very heart of Toronto. 


The Riverdale Isolation Hospital Training School for Nurses 
eae eeneemenee by the Local Board of Health of Toronto in 
1894. 


Its organization was due to the necessity of having trained 
and skilled nurses in the Riverdale Isolation Hospital, and has 
served the purpose of affording young women, desirous of 
becoming Professional Nurses, a systematic course of instruction, 
both in theoretical and practical work, pertaining to the nursing 
of communicable diseases. Such experience could not 
obtained in other hospitals owing to the fact that patients, 
contracting a communicable disease, were immediately removed 
therefrom. It has always been the purpose of the School to 
keep pace with the needs of the community and it has enlarged 
its curriculum and broadened its scope to meet these needs. 

The Training School offers such practical experience that 
an adequate preparation is given for any of the many courses 
now open to the well-trained Graduate Nurse. 











The Riverdale Isolation Hospital is under the control of 
the Local Board of Health. This Board consists of the Mayor, 
the Medical Officer of Health, and three resident ratepayers 
to be appointed annually by the Council at its first meeting 
every year. The Medical Officer of Health, being the executive 
officer of the Board, is the General Superintendent of the 
Hospital. 

Early in 1923, tenders were let for the 

erection of a new nurses’ residence at a cost 

li aes of approximately $150,000 and the building 

rg Pi in Menke was formally opened and occupied on the 14th 
Hospital. day of December, 1923. 

















June, 1928 THE CANADIAN HOSPITAL 


ae ee ee iar ra — 2 7 % z > 


NURSES’ RESIDENCE 


IsoLaTION Hospirar 


The residence is located just east of the present hospital 
buildings in the southern portion of Riverdale Park overlooking 
the beautiful valley of the Don River, and provides every comfort 
and convenience for the staff and student nurses. Every nurse 
has a single bedroom which is bright, airy and well-furnished, 
and provided with a large well-lighted and well-ventilated 
clothes cupboard. 

On the first floor of the residence are the main reception 
room, dining-room, class-room accommodating thirty-five 
pupils, the living apartments of the superintendent and assistant 
superintendent of nurses, as well as a number of nurses’ bed- 
rooms. On the floors above, in addition to the nurses’ bed- 
rooms, are sitting-rooms, sun-rooms, kitchenettes. 


In the basement there is the Kitchen and Service Depart- 
ments, together with Demonstration Room, Diet Kitchen and a 
small Laundry and Ironing Room for the use of Nurses. 


The residence is connected with the hospital by a tunnel, 
which enables the nurses to go from the residence to the hospital 
without any discomfort, regardless of weather conditions. 


The entire building will accommodate seventy-five nurses 
and eleven domestics. 


OFFICERS: 


CHARLES J. HASTINGS, M.D., LL.D., D.Se., M.O.H., 
General Superintendent. 


BEVERLEY HANNAH, M.B., MR.CS., L.R.CP., 
Physician-in-Chief. 


MISS KATE MATHIESON, Reg. N., 


Superintendent of Nurses. 


HENRY A. ROWLAND, Phm.B., 














. At right—single bed- 
Secretary Department Public Health and a vat wee pent 


Business Manager, Riverdale Hospital. in oe Retdonee 
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Providence Hospital, Moose Jaw, 
Completes Addition. 


Representing the most modern developments in 
hospital construction and equipment, the new wing 
of the Providence Hospital at Moose Jaw, Saskatch- 
ewan, was formally opened in May. 

Erected at a cost of $175,000, the addition merits 
the highest commendation, much thought having 
been given to the planning of the building. 

The wing is as nearly fireproof as possible, the 
floors of every corridor, ward and room of the entire 
four storeys being of+ terrazzo, while automatic fire- 
proof doors separate the new wing from the older 
portion of the hospital. 

On the ground floor are store rooms, sewing room, 
rest room, locker room for special nurses, instructional 
diet kitchen for nurses in training, and a lecture room, 

On the next floor, in addition to wards for patients, 
is a recreation room for the sisters. This is equipped 
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with a radio set, and is comfortably furnished. 
Quarters for the resident priest are also on this floor, 
while at the extreme southern end is the new chapel. 

Diet kitchens have been provided for on the 
second, third and fourth floors, each being equipped 
with a steam table. There is also cupboard room and 
shelves for the individual trays of each patient. 

Wards in the new wing accommodate either single 
or double beds, several of the private wards being 
sufficiently large for a second bed. Six wards have 
bath and toilet, while three have toilet and basin 
installation. All of the wards on the top floor are 
equipped with wash basins with both hot and cold 
water. On the third and fourth floors are large sun- 
rooms extending across the entire southern exposure 
of these floors. 

On the second floor is a doctor’s room, which is 
splendidly furnished. Adjoining this room is the 
record room, in which the statistics and records of 
every patient receiving treatment in the hospital is 
kept on file. 








Royal Victoria Maternity Hospital, Montreal 


The Child Welfare Association will share the new 
Mount Royal quarters with the Family Welfare As- 
sociation, and the Royal Victoria Montreal Maternity 
Hospital will open a pre-natal clinic on the premises. 


The Mount Royal district health centre has taken 
possession of new and larger quarters at 4755 St. 
Hubert Street, removing from 4378 Cartier Street, 
where it has been in operation for over six years. 


& 
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.A great deal of thought has been given the lighting 
system of the new wing. In addition to the lights 
suspended from the ceiling of the corridors, there are 
“‘pullman”’ lights placed at intervals along the cor- 
ridor walls at a height of about six inches from the 
floor. These illuminate the surface of the floor only 
during the night hours when brilliant lights in the 
corridors, shining through the transoms, often annoy 
the patients. 

Electric lighting and equipment in the new wards 
follow the modern trend. Each room is wired so that 
from a series of central plug-in switches, equipment, 
such as telephone, electrical treatment apparatus, 
reading lamp and patients’ signal switches for nurses 
may be operated. Near the baseboard there is a 
plug for radio connection. 

The wall lights are equipped with dimmer arrange- 
ments by means of which the intensity of the lights 
may be varied from a very faint ray to the usual 
brilliance. 

Other improvements have been made in the 
hospital with the completion of the new wing. A 
new operating table and new lighting equipment 
have been installed in the operating room. In con- 
nection with the operating room is a doctors’ dressing 
room and shower bath, and there has also been pro- 
vided a sterilizing room and laboratory. 

A new children’s ward has been provided in the 
old chapel room. A feature of this ward is that the 
windows are of Vioray glass. 

In the new wing metal furniture has been in- 
stalled. With terrazzo floors, painted walls, curved 
baseboards and metal furniture, an entire ward can 
easily be completely washed and thoroughly cleaned. 


Toronto General’s Extension Plans 


The Toronto General Hospital is to possess within 
two or three years one of the finest private patients’ 
pavilions in the world, according to building plans 
which have been announced. 

The Hospital’s building proposals, which call for 
an expenditure of $4,000,000 during the next two or 
three years, provide for a pavilion to contain over 
300 private rooms, each equipped with toilet, bath 
and shower. Provision is also being made in this 
building, which is to cost approximately $3,000,000, 
for an additional 200 beds, bringing the total accom- 
modation to 500 beds. 

The new pavilion will face University Avenue, 
just south of the present pathological building. The 
programme for this year at the hospital includes only 
the work already started. 

The new medical building of the University of 
Toronto will face on College Street and will back on 
the psychiatric hospital. This building will be de- 
voted to the teaching of medicine, surgery, obstetrics, 
gynecology and pathology. 


Neuro-Psychiatric Association Meeting 


The next meeting of the Ontario Neuro-Psychia- 
tric Association will be held at the Westminster 
Hospital, London, on June 11th, 1928, according to 
advice received from the secretary, Dr. G. C. Kidd. 





SURGEONS’ GLOVES 


The Reinforcing Band Gives 
Strength to Long Gauntlet 


=. 1 











This feature of all Sterling Surgeon's 
Gloves is found only on the highest 
grades of other makes. 


The bands give added strength, 
especially for taking off and pulling on 
the glove, prevents rolling up on itself, 
and holds the gown securely. 


Sterling Rubber Company 


GUELPH - CANADA 


Largest Specialists in SEAMLESS Rubber Gloves 
in the British Empire 











Green Soap (Hartz) 
is all pure soap 


wn from the 
hig est grade of 
vegetable oils only. 
An economical 
cleanser. 
Write for 
prices and samples. 





Manufactured by 


The J. F. Hartz Co., Limited 


Pharmaceutical Manufacturers 


TORONTO MONTREAL 
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Electric Vaporizer Has Many Advantages 


An inhalator that cannot scald a patient or nurse, 
that stands on the floor with a wide base that has no 
exposed fire and is so constructed that “nothing 
happens if the kettle accidentally boils dry,” has 
recently been put on the market. 

This new electrically operated vaporizer has many 
other features that are worth considering. For 
instance, it holds sufficient liquids to operate con- 
tinuously for twelve hours, has a flexible tube and a 
bakelite nozzle that is never too hot to handle, 
the vapour is less suffocating to the patient, because 
air is mixed with the steam, and the temperature 
of the steam is also moderated. 

The specifications as listed in the manufacturer’s 
literature are as follows: 

Electric heating unit, 110-120 volts, 600 watts. 
Specially armoured and insulated. 

Cord is six feet long, with plug-in attachment 
close to inhalator, the same as an electric iron. May 
be attached to any light socket or base plug. 

Heating unit is enclosed in a copper shell. 

Kettle is made of spun copper and holds 6,250 c.c. 

Cover has holes to admit air. 

A safety splash plate on the cover prevents the 
liquid from sputtering out in case the kettle boils 
dry. 

The flexible tube is made of brass. 

The inhalator is about four feet high. It should 
always stand on the floor for safety, never on a 
chair. Its weight, empty, is nine pounds. 

—Modern Hospital. 
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Portrait by Milne Studios 1 
Miss Hattie C. Fraser Ube 


Superintendent, The Preventorium, Toronto 
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Precision Model IV Diathermy 





THE M. B. EVANS 


2639 Woodward Ave. 
DETROIT, Michigan 


Generator 


FEATURES: 


Calibrated Spark Frequency. 


No faradic current possible, ensuring proper sedative 
treatment. 








High voltage current, ensuring proper penetration. 





Simplified yet extremely flexible and sensitive control. 


Large capacity, more than sufficient for all classes of 
diathermy technique. 


Oil immersed transformer and Leyden Jar Condensers. 


Excellent mechanical and electrical design. 





REASONABLE PRICE 


X-RAY COMPANY 


80 Richmond St. East 
TORONTO 2, Ont. 





Exclusive Distributors of Acme-International Precision Apparatus 
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Carson C. Peck Memorial Hospital 


} BROOKLYN 


A FAMOUS HOSPITAL WHERE D&G SUTURES ARE USED 











Kalmerid Catgut 


a Exerts a bactericidal ac- 
tion in the suture tract. Supersedes 
the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t Heat sterilized. 








The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 


BOILABLE* NON-BOILABLE 
NO. NO. 
Cee as Pian’ CABGUT 0.6 sasios 1405 
Sapa are 10-Day CHROMIC........... 1425 
B2AG sasevses es 20-Day CHRoMIC........... 1445 
RSPR ices ccc 40-Day Cxromic........... 1485 
Sines: 000, .00..0.51..2..3.04 


Approximately 60 inches in each tube 


Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Claustro-Thermal Catgut 


— Sterilized by heat after the 
tubes are sealed. Boilable.* Unusual- 
ly flexible for boilable catgut. 











REG sco ennui tans cp ecatacshaassseees Piain Catcut 
PRG sis wanxicussaieenuey 10-Day Curomic Catcut 
EOS ck canas vordenscere 20-Day Curomic Catcut 
WBE cckcusesseseseasse= 40-Day Curomic Catcut 
Sines: 000..00. 2.0668. 6805 3e0h 


Approximately 60 inches in each tube 


Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 


D&G Sutures are 
always found 
neutral under the 
most delicate ti- 
tration tests. This 
is one of the rea- 
sons they uniform- 
ly behave well in 





the tissues. 


Atraumatic Needles 


| Speer GASTRO-INTESTINAL suturing 
and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 

Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, respeétively, 60 per cent 
and 30 per cent of its initial strength. 





THEY DO NOT BEND 
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ILLUSTRATIONS ARE FIVE-EIGHTHS SIZE 

















CURVED NEEDLES ARE IN FLAT TUBES 


NO. INCHES IN TUBE DOZEN 
1341..STRAIGHT NEEDLE........... eS ca $3-00 
1342.. wo SrraicHT Neepwes...36...... 3.60 
1343..%e-CircLe NEEDLE.......... Rs visias 3-60 
1345..Ya-Circie NeeDLE.......... = ee 3.60 


Less 20% discount on one gross or more 
Sizes: 00..0..1 
Packages of 12 tubes of one kind and size 


Kangaroo Tendons 


| emntcetemen being impregnated with 
potassium-mercuric-iodide.t Chromi- 
cized to resist absorption in fascia or in 
tendon for approximately thirty days. The 
non-boilable grade is extremely flexible. 








Binns casuncsins peten ...» Non-Bortaste Grape 
I iyeisceshbidawnisneubihweceee’ *BortaBLe Grape 
Sizes: 0. .2.:4..6..9..96; 124 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 
Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 
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D&G Sutures are obtainable from responsible dealers everywhere; or direct, postpaid 























Non-Absorbable Sutures 


att C4 
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~ Silkworm Gut 





NO. INCHES IN TUBE SIZES 


350..CELLULOID-LinEN........ > 000, 00,0 
360..HoRsEHAIR............4 1GB.....cccecereses oo 
390..Wuite Sitkworm GuT..84......... 00,0, I 
400..BLack Sitkworm GutT..84......... 00,0, 1 
450..Wuite Twistep SiLk...60........ 000 TO 3 
460..BLack TwisTep SILK.....60........ 000, 0, 2 
480..Wuire Bramep SILK.....60...... 00,0, 2,4 
490..BLack Brarpep SILk.....60......... 00, 1,4 
BOILABLE 
Package of 12 tubes of a size..... $3.00 


Less 20% on gross or more or $28.80, net, a gross 


Short Sutures for Minor Surgery 











NO, INCHES IN TUBE SIZES 
802..PLain Katmerip CaTGUT..20..00, 0, 1, 2,3 
812..10-Day Katmerip ** _—..20..00,0, 1, 2,3 
822..20-Day Katmerwp “‘__..20..00,0, 1, 2, 3 
862. RORGEHAIR 0 .0ccs053 e000. SOR cds genes fore) 
872..WHITE SILKWORM GUT...28........ 20000. ° 
882..WuitTe Twistep SILK......20...... 000,0, 2 
892..UmaiticaL Tare........... 24... Ye-IN. WIDE 
BOILABLE 
Package of 12 tubes of a size..... $1.50 


Less 20% on gross or more or $14.40, net, a gross 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 








SIZES 


NO. INCHES IN TUBE 
go4..PLain Katmerip CaTGUT..20..00,0, 1, 2,3 


.+20..00, 0, 1, 2, 3 
BO. 00505 85259 


914..10-Day Katmerip ‘ 
g24..20-Day Karmerip ‘* 


964.-HORSEHAIR.......2+2+e0ees eee 

974..Wuire SitkworM GUT...28........00000+ ° 

984..Wuire Twistep SILK......20...... 000, 0,2 
BOILABLE 

Package of 12 tubes of a size..... $2.40 


Less 20% on gross or more or $23.04, net, a gross 


The ash of D@G 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizing 





process. 


Obstetrical Sutures 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 








7 2-ancn suture of 40-day Kal- 
i | X merid germicidal catgut, size 3, 
threaded on a large full-curved needle. 
BOILABLE 


} No.650. Package of one tube. . $.30 


Less 20% discount on one gross or more 


Circumcision Sutures 


es Cd , 
Fyre suture of Kalmerid germi- 
cidal catgut, plain, size oo, threaded 

on a small full-curved needle. 








BOILABLE 
No. 600. Package of 12 tubes... .. $3.00 


Less 20% on gross or more or $28.80, net, a gross 


Universal Suture Sizes 


All sutures are gauged by the standard 
catgut sizes as here shown 





ooo (setae rence remem 
ooo es 
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3 SETA 








*These tubes not only may be boiled but even may 
be autoclaved up to 30 pounds pressure, any num- 
ber of times, without impairment of the sutures. 


+Potassium-mercuric-iodide is the ideal bactericide 
for the preparation of germicidal sutures. It has a 
phenol coefficient of at least 1100; it is not precipi- 
tated by serum or other proteins; it is chemically 
stable —unlike iodine it does not break down under 
light and heat; it interferes in no way with the ab- 
sorption of the sutures, and in the proportions used 
is free from irritating aétion on tissues. 
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RCHIGENES OF APAMEA 
(circa 100 A. D.) the scholarly 
Syrian surgeon, materially advanced 
the scope of amputation. He was dis- 
tinguished from his contemporaries by 
his daring in proposing amputation 
not only in gangrene, but in necrosis, 
cancer, certain callous tumors and in 
extreme deformities. He wrote a com- 
plete and interesting description of cir- 
cular and flap amputation, suggesting 
as a preliminary that vessels leading 
to the site be tied, bound, or sewn. 





D&G Sutures 


“THIS ONE THING WE DO” 


PAYVIS &@& GEC IWC. 
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A Shock Proof Foot Switch for High 
Frequency Control 


Certain diathermy technics, especially in surgical 
work, require the use of a foot switch for turning the 
current on and off at intervals while the operator is 
in contact with the patient or an electrode. Hereto- 
fore, due to lack of a device designed primarily for 
this purpose, an X-ray foot switch has generally been 
utilized in the primary or ‘‘line’’ circuit. The type 
of switch is insulated for low tension only and when 
used in this manner to control the current from the 
auto condensation coil (Tesla and Oudin currents) 
the operator’s body is shunted between the primary 
and secondary circuits of the diathermy apparatus, 
due to leakage of the high voltage current from his 
foot to the switch contacts. The resulting shocks to 
both operator and patient are unpleasant, to say the 
least. 

To avoid this effect, many make-shifts have been 
resorted to with varying degrees of success; some 
have even had a second person operate the switch. 
Realizing the disadvantages of such make-shifts, 
Victor X-Ray Corporation engineers have designed a 
foot switch for this service which provides a con- 
venient and shock-proof means for controlling the 
current. This switch is so constructed that the 
actuating mechanism is connected to the switch 
proper by a bakelite rod, 4 and seven-eighths inches 
long, giving ample protection against high frequency 
leakage to the primary circuit via the operator’s body. 
The base of the switch is also of bakelite for additional 
protection. 

Two black-lacquered metal cases enclose the 
mechanism; through one of these a large aluminum 
foot button projects. The dimensions are such that 
the foot is at all times in a natural, comfortable posi- 
tion. The switch action is quick and positive, and 
requires but a slight pressure of the foot. It may be 
used with any high frequency machine drawing 
fifteen amperes or less. 


In Keeping With Aerial Progress 


Plans for the first aerial hospital have been , 


announced by Professor Oppel, the director of the 
Metchnikoff Hospital, at Leningrad, Russia. 

The plans involve the construction of a large 
platform, hanging from four aerostats, and kept 
from floating off into space by a land anchor. This 
platform, with glass walls as shields against the 
wind, will be kept aloft at a level suitable for tuber- 
culosis patients. 

Professor Oppel explains that the air which 
tuberculosis patients find in mountain spots exists 
right in Leningrad, or any other city. It is merely a 
matter of rising high enough to locate it. 


Toronto, Ont.—Dr. R. B. Nevitt, who died 
Friday, May 11th, at the home of his son, Irving H. 
Nevitt, 348 Lake Front, Balmy Beach, won high 
honours in his profession. He was on the staffs of 
the General, St. Michael’s and the Hospital for Sick 
Children, and was a director of the Women’s College 
Hospital. . 
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on Cleanliness 


The FINNELL Electric Floor Machine will show you how 
much cleaner a floor can be than one mopped, scrubbed or 
polished by out-of-date hand methods. 


A snap of the switch and the FINNELL starts to scrub, 
supplying clean water for every square inch. Out of crevices 
and depressions, as well as off the surface, come dirt and accu- 
m:lations that hand methods have failed to remove! By 
instant adjustment it can also be used to wax and polish lino- 
pasar or wood floors—just as easily, quickly, beautifully as it 
scrubs. 


The FINNELL is noiseless in operation, not only when 
new, but throughout its years of service. 


Think of the time a FINNELL saves—and the labor, and 
money! Do you wonder that hundreds of leading hospitals find 
it cheaper than any other method for getting and maintaining 
real floor sanitation? Many can point to increased patronage 
as one of the direct results of greater floor cleanliness. 


See the FINNELL before you buy any machine. For full 
information write 


DUSTBANE PRODUCTS, Limitea 
Standard Bank Building, Ottawa, Ont. 


Branches: MONTREAL WINNIPEG VANCOUVER 


FINNELL 


ELECTRIC FLOOR MACHINE 
lt waxes - It polishes - It scrubs 
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The Development of Jordan Memorial 
Sanatorium 














New Infirmary of the Jordan Memorial Sanatorium, River Glade, N. B. 


It was on April 6th, 1911, that an Act to establish 
“The Jordan Memorial Sanatorium,” was passed by 
the Legislative Assembly of New Brunswick. This 
was the result of a direct gift of Mrs. Jeanette Jordan, 
a native born New Brunswick girl, who later married 
a Mr. Jordan, of Boston. Subsequently, in the later 
years of the life of Mr. Jordan, a country home was 
built at The Glades, and the Jordan family spent 
several years there. At Mr. Jordan’s death, his wife 
then conceived the idea of establishing a sanatorium 
for the care of the tuberculous. This finally culmin- 
ated in the above Act. 

From 1911 until 1918 the institution had but 
thirty beds and was under the direction of Dr. David 
Townsend. He resigned in 1917 and was followed by 
Dr. D. A. Carmichael, who remained until 1923, when 
the present superintendent, Dr. R. J. Collins, took 
charge. 

During Dr. Carmichael’s regime the institution 
was under the direction of the Dominion government, 
the Provincial government paying only a nominal 
rate for their patients. There was added a laundry 
building, military ward and ice-house, and various 
changes bringing the number of patients to seventy- 
three. It has remained at this number until the 
recent building increases the accommodation to one 
hundred, and, eventually, without further building, 
to 130. 

Under the Act mentioned above, commissioners 
were appointed, the present board being as follows: 
Senator C. W. Robinson, chairman; Hon. J. A. 
Murray, Hon. W. F. Roberts, J. A. Doucett, M.P.P., 
Hon. E. A. Smith, A. E. Trites, Capt. J. W. Carter. 

The new infirmary is one of the finest of its kind 


in Canada. The accommodation is a succession of 
single rooms, two and four-bed wards. 

Beginning at the roof an open-air sun veranda is 
supplied, wherein patients with bone, gland, periteneal 
and intestinal tuberculosis can be treated in the direct 
sun. Inside the elevator pent house is provided two 
rooms, one for men and one for women, fitted with 
vioray glass for the same kind of treatment. There 
are here two isolation rooms for observation purposes. 

All floors are connected with an electric elevator. 

The third floor has accommodation for thirty-six 
patients and will be used for women. A beautiful 
sitting room is provided, also a large spacious diet 
kitchen. On this floor also is a room to be used for 
giving light therapy treatments. The wards and 
rooms are provided with sleeping porches. The wide 
central hall is covered with a rubber mosaic floor that 
will insure cheerfulness and quiet. 

The diet ‘kitchens are supplied with mechanical 
dishwashers and sterilizers for all dishes, and electrical 
refrigerators. 

The second floor is a duplicate of the third and will 
be utilized for male patients. 

The first floor contains the medical offices, a ster- 
ilizing room and a modern glass-tiled operating room. 
This will be thoroughly equipped. A large waiting 
and sitting room is also provided and this will contain 
a radio receiving station where concerts will be trans- 
mitted to all beds by head phones. There is also on 
this floor accommodation for thirty patients. 

The basement contains the general business offices 
and vocational room. Basket-making, rug-weaving 
and cabinet-making are specialized in. There are also 

Continued on Page 30 
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Whether it be the supplying of surgical instru- 
ments or of linen and blankets; the outfitting 
of an operating room or of a kitchen; the fur- 
nishing of a private room or of a whole ward, 
Eaton’s can supply you with serviceable and 
practical equipment. And everything supplied 
is ‘backed by the guarantee and the prestige of 
the company. 


Eaton’s Contract Department facilitates the 
equipping of hospitals. This department will 
take over the complete outfitting of one room 
or of a whole hospital. From long experience 
they know what is necessary, at the same time 
eliminating overlapping which runs the cost 
of equipment unnecessarily high. 


For estimates or for further information apply 
to the Contract Department, Sixth Floor, 
House Furnishings Building. 


ot. EATON Climiteo 


CANAD A 
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Simplified Practice Recommendations 


Adhesive Plaster 


In accordance with the unanimous action of a 
general conference of producers, distributors and con- 
sumers of adhesive plaster and surgical gauze, held 
on February 15, 1928, the Department of Commerce 
submits for the approval of the industry the following 
simplified schedule for the stock varieties of these 
commodities: 

ADHESIVE PLASTER IN ROLLS 








Widths Lengths 
Inches Yards 
12 5 

7 1 

ADHESIVE PLASTER ON SPOOLS 

Widths Lengths 
Inches Yards 
\% 10-5-214-1 
1 10-5-214-1 
1% 5 
: 2 10-5 
3 10-5 


These recommendations are to be effective from 
September 1, 1928, subject to annual revision by the 
Standing Committee. 

Surgical Gauze 

Widths and constructions, for Surgical Gauze in 
100-yard bolts, including Flat Fold, Rolls, and Cut 
pieces. 





Widths 

Inches Constructions 
36 20x12 
36 20 x 16 
36 22x 18* 
36 24x 20 
36 28 x 24 
36 32x 28 


36 and 38% 44 x 40 
*To be considered for elimination at first revision 
conference. 
CRINOLINE 
Widths and constructions for Crinoline in 100- 
yard bolts. 





Widths 

Inches Constructions 
36 28 x 24 
36 32 x 28 


36 and 38144 44x 40 
BANDAGE ROLLS 
Constructions, widths and lengths for Bandage 
Rolls. 








Widths Lengths 
Constructions Inches Yards 
28 x 24 36 10 
32 x 28 36 10 
44x40 36 and 38% 10 
BANDAGES 
Constructions, widths and lengths of Bandages. 
Widths Lengths 
Constructions Inches Yards 
44x40 1 10-6 


44x40 1% 10-6 
44x40 2 10-6 
44 x40 214* 10-6 
44x40 3 10-6 
44x40 4 10-6 


*To be considered for elimination at first revision 
conference. 
PACKAGE Goops 
Constructions and lengths for Package Goods. 


Packages 
25 yds. 5 yds. 1 yard 
20 x 16 24 x 20 24x 20 
Constructions 24x 20 28 x 24 28 x 24 
28 x 24 32 x 28 32 x 28 
32 x 28 


These recommendations are to be effective from 
June 1, 1928, subject to annual revision by the 
Standing Committee. 


Developments of Jordan Memorial Sanatorium 
Continued from Page 28 


rooms provided on this floor for X-ray, dentistry, 
laboratory, and a canteen for the sale of articles which 
otherwise would have to be sent to the nearest town. 

The basement is connected with the main adminis- 
tration building by a subway so that service is carried 
on within the buildings without the necessity of going 
out of doors. All heating is arranged from the power- 
house through subways, thus preventing waste of heat 
and creating economy in heating. 

The new building has been designed with the object 
of removing, as far as possible, all feeling from the 
patients’ minds of being in a hospital. The third floor 
is now practically occupied and the patients are 
delighted with their new quarters. The new radio 
receiving apparatus, the cost of which was met by 
donations from the people of New Brunswick, has 
arrived. Head phones have been installed in all of 
the rooms and radio concerts are being heard already. 
The apparatus is powerful, giving a wide range of 
programmes. 

All sanitary equipment is of the most up-to-date 
description. 

The cost of the new infirmary is something over 
one hundred and ten thousand dollars and is all being 
taken care of from the money bequeathed to the com- 
mission under the will of Mrs. Jordan. The furnish- 
ings are being provided by the Provincial government. 

The architect for the building is Mr. J. W. Frazer, 
of Moncton, who was assisted in the work by Mr. 
Halifax, resident at the institution. The entire 
building will be occupied soon and the official opening 
will take place on June first, when members of the 
government and legislature, representatives of the 
counties, mayors of the towns and cities, and other 
prominent people will be invited to be present. 


MoosE Jaw, SAsK.—The formal opening of the 
new wing of the City General Hospital took place on 
May 12th. 
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Remote Control Booth for “‘Snook’’ 
at Cook County Hospital, Chicago, 
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Ill., where two of these outfits have | @agamm 





been recently installed. 








“If others have had as little trouble 


with their X-Ray Transformers as I have had in 
ten years, they must be Snook users”’ 


HIS is the statement of a roentgen- 

ologist who instalied a Victor-Snook 
X-Ray Transformer ten years ago, and he 
adds the information that he is using his 
Snook “on an average of at least 20 hours 
a week in treatment work, at 140K.V. P., 
as well as for radiography including 100 
ma. technic.” Says we may give his name to 
those desiring further information. 


A short time ago a questionnaire was 
sent out covering 150 Victor-Snook ma- 
chines that were installed ten years ago. 


VICTOR X-RAY 


Up to this writing returns have been re- 
ceived on 132, and it has been extremely 
interesting to learn not only that all of these 
are in actual use today, but of the general 
satisfaction expressed by their users. The 
outstanding fact brought out through these 
questionnaires is that the Victor-Snook of 
ten years ago is equal to the demands of 
the X-ray art of the present, even with 
the advanced technics that have been 
evolved in this decade. 


There is only one “Snook.” 


CORPORATION 


Manufacturers of the Coolidge Tube @\| Physical Therapy Apparatus, Electroe 
and complete line of X-Ray Apparatus 4 cardiographs, and other Specialties 


Sa 


2012 Jackson Boulevard Branches in all Principal Cities Chicago, Illinois, U.S.A. 








A GENERAL ELECTRIC 


ORGANIZATION 
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Institute Changes in Educational System 
of Ontario Hospital, Orillia 


Dr. B. T. McGhie, who recently succeeded Mr. 
Downey as superintendent of the Ontario Hospital 
at Orillia, has made some very interesting changes 
in the educational system since he has been in charge. 
Since taking over the superintendency of the hospital, 
Dr. McGhie has made an intensive study of the 
conditions under which the patients live, study and 
work, and has instituted many changes in the 
curriculum that will make for co-ordination of the 
academic and industrial training of the patients and 
the fullest possible development of their physical 
health. Building alterations have included the 
conversion of the former superintendent’s residence 
into a nurses’ home, and the course is being so 
arranged that graduates of the Orillia Ontario 
Hospital may, with very little additional training, 
secure their R.N. degree. 

Amongst the recent appointments was that of a 
psychometrist, Miss V. O. Brazier, whose duty it is 
to classify incoming patients according to their 
mental ability and give them their proper placing in 
the school. 

Radical changes have been made in the curri- 
culum of the school. It has been found that the 
old public school methods have not been giving 
the practical training that is most useful to the 
pupils in their later vocational work, and under the 


new system the academic course is being co-ordinated 
with that of the industrial shops. Professor E. D. 
MacPhee, of the Department of Psychology, Uni- 
versity of Toronto, was consulted and gave much 
valuable assistance in the organization of the scheme. 
Under this system the teachers visit the various 
industrial departments, learn the technical terms 
and measurements required there and introduce 
them into the spelling, reading, or arithmetic lesson. 
Instead of teaching by grades, the teachers are now 
specializing on certain subjects, the pupils moving 
from class to class at short intervals. This method 
of changing classes not only serves to keep the 
interest of the pupils stimulated, but it also permits 
of bringing in older pupils from the industrial classes 
who need a better working knowledge of some parti- 
cular subject such as reading or arithmetic in order 
to be able to follow instructions given them in the 
course of their work. 

Under the new method, pupils spend part of the 
day in the school room and the other part in the 
industrial training section where the knowledge 
gained in the first department is practically applied 
while still fresh. : 

On entering the school the small kindergarten 
pupils are sent first to the sense development class. 

Continued on Page 34 











A NEW 


MICROSCOPE 


(STEINDORFF) 


While new on this continent it has been 
favourably known for over fifty years in 
Europe. 


If is the utmost value offered to-day in 
microscopes, is priced less than any others, 
yet is second to none optically, mechanically 
and in appearance. 


Large quantities have been bought by a 
number of Canadian Universities. 


9 Yor« St. 








Write for particulars to the Canadian Distributors 


Canes. Some Company of Camans, Lime 
Z7ABORATORY Penns 
peels CNG) Chemicals 


TORONTO 2 
PaciFic CoAst Orrice 9Y9I8PenpeERStTW Vancouver B.C. 


HUYGENIAN 
OCULARS— 
4 huygenian oculars are regularly 


supplied as follows: 2(6X), 
3(8X), 4(10X) and 5(14X). 


ACHROMATIC 
OBJECTIVES— 


3, 7 and 1/12’ (oil immersion). 


CONDENSER— 


Regular swing-out Abbe system, 
with iris diaphram and holder for 
light filter. Numerical aperture 
1.40, 





SUPPLIES 


ONTARIO 
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The McKesson Intermittent " 
Flow Principle 2 
: 


woEneoE 


The purpose of the intermittent flow is to supply the nitrous oxid and 
oxygen to the patient automatically at any rate which the patient uses the two 
gases, and at any desired pressure in the inhaler. 

The intermittent flow is not only one of the means for automatically x 
maintaining any desired mixture of the two gases, but it is also a means of 
maintaining the pressure of these gases at the inhaler regardless of the 
rate or volume of the patient’s respiration. It relieves the anesthetist of the 
annoyance of attempting to regulate the flow of gases by hand. 


The intermittent flow principle of McKesson appliances supplies gases 
during the phase of inspiration but stops the flow during expirations and 
respiratory pause. This results in a large saving by preventing the inevitable 
waste which would occur with a continuous flow of the gases from old-style 
machines. 
Perhaps the most important advance in anesthesia apparatus consisted 
of a very simple and dependable means for inflating the lungs with pure oxygen— 
by which the most effective artificial respiration may be performed instantly 
by the anesthetist without assistance. It is this emergency valve which has 
saved many lives and has contributed to the popularity of the McKesson 
Model G appliances. 










Write for catalog and information 





We 


ty 
~ 


Toledo Technical Appliance Company 
2226-36 ASHLAND AVENUE, TOLEDO, OHIO 


Manufacturers of Gas-Oxygen Machines, the Metabolor and Surgical Pump 

















In pyelitis and cystitis 


“PYRIDIUM 


A COLLOIDAL CONDENSATION PRODUCT OF 
PHENYL-AZO-DIAMINO-PYRIDINE-HYDROCHLORIDES 
(Manufactured by Pyridium Co., Led.) 


Pyridium gradually accumulates in the tissues and organs of the 
genito-urinary system where it exerts its specific bactericidal effect 


Send for interesting literature 


‘MERCK & CO. INc. 412 St. Sulpice st. | Montreal 


Sole distributors in Canada 
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Institute Changes in Educational System 
in Ontario Hospital, Orillia 
Continued from Page 32 


Two of the former class rooms have been thrown into 
one big, bright room, where a hundred children a day, 
in groups of ten, spend twenty minutes learning to 
distinguish differences in taste, colour, sound and 
form, and in learning imitative construction work. 
Such foundation work has been found to be essential 
to successful work in the more advanced industrial 
training classes. 

From the sense training department the little 
pupils go on to the kindergarten, and are taught 
constructive application of the knowledge previously 
gained, then, from the kindergarten, they go into the 
school proper and the industrial classes. The boys 
are given manual training, and later spend time in the 
shoe shop, carpenter shop or tailor shop, an effort 
being made to discover in which each finds most 
pleasure and does the best work. 

No boy is set to learn a special trade without 
opportunity being given him of showing that it is 
the one to which he is best adapted. The girls are 
first given instruction in plain hand sewing and 
darning, later being given training in the mending 
or machine stitching classes. Interest for them, 
however, centres now in the recently opened house- 
hold science department. The girls take these 
classes six at a time, in a tiny model home that is 
complete from dust mop and kitchen sink to snowy 
pillow slips. Two at a time they learn how to care 
for the various departments of the home, and it is 
intended that the kitchen training shall be of the 
most practical kind, so that small meals will be 
prepared on the spot, and served by the girls to their 
companions in the little dining room. 

It is believed that under the new system, by 
which those capable of supporting themselves are to 
be allowed to go out and take positions, the best 
place to send the girls is to homes, and it is hoped 
that the training given in this department will mean 
the development of good domestic help. It is work, 
too, in which the girls find a great deal of pleasure. 

In the hand-sewing class, when visited, the 
group of girls were busily engaged in mending holes 
in socks, an occupation in which they appeared to 
be taking a very real interest. Down in the stitching 
room, a lovely bright new room where plants were 
thriving as in a greenhouse, machines were whirring 
and the knitting machine clicked busily. Here as in 
the tailor shop, where the boys were working on 
rubber mattress protectors for the wards, every effort 
has been made to have the working conditions 
satisfactory. The rooms were both so bright that 
no artificial light was necessary, but the newest type 
of adjustable light, capable of throwing light at any 
angle desired with no possibility of its striking the 
eyes, has been installed over each machine. In the 
shoe shop, also, where several pieces of new 
machinery have been installed, the health and com- 
fort of the workers has been given every consideration. 

One example is the machine for polishing soles 
which has been fitted with a vacuum system that 
draws off the fine powder which would otherwise fill 
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the air and the lungs of the workers. The new 
carpenter shop is also nearing completion and is of 
ample proportions to provide accommodation for all 
repair work besides permitting of its use as a training 
school for prospective carpenters. 

In connection with the industrial training, Dr. 
McGhie hopes to institute a head-boy system by 
which those who give promise of being one day sent 
out to make their own way will be given added 
responsibilities and equivalent liberty so that they 
may gradually learn to depend on their own judgment 
and initiative. Without such training, he feels, it 
would be unfair to the patient to send him out into 
the world. There are about 500 patients under 
training, with twelve teachers and five industrial 
instructors. 

Dr. McGhie, while keenly interested in the 
educational side of the work, is also an enthusiast 
as regards the development of the physical side, 
rightly believing that the two must go together to 
insure successful training. Mr. Bracey was recently 
appointed physical instructor, and Mr. A. Dilworth, 
whose appointment as teacher of manual training 
has just gone through, will assist with the physical 
training work during the summer months. Slides 
have been erected for the small children, at the front 
of the building, and the patients are being encouraged 
to make use of the rink, the boys and _ girls having 
alternative periods. 

Perhaps the most attractive spot in the whole 
institution is the new medical building. Brightness 
and airiness are the two outstanding features and 
patients who can convalesce under such ideal con- 
ditions are almost more to be envied than pitied. 
There are ten wards altogether, most of them large, 
bright general wards with a few private wards for 
cases that need isolation. 

Dr. Morris has returned from the Hamilton 
Sanatorium, where he took a special course in chest 
diseases, and a new ward, where chest cases will be 
given special treatment, is being opened. The 
operating room is being brought up to date with a 
new operating table and carriage and one of the big 
shadowless lights that are now regarded as essential 
to successful surgery. A new sterilization plant has 
just been installed, and the dental clinic has been 
furnished with the most modern apparatus including 
gas equipment. 

In connection with these rooms is the dispensary 
and the laboratory, and off the sterilization room is 
the doctors’ wash room where modern plumbing, 
including the elbow taps that permit of adequate 
sterilization of the hands, has been installed. 

All new patients entering the hospital are first 
received in the medical building where they are kept 
under observation for a month or two before being 
admitted to the general wards. Thus the danger of 
new patients bringing in contagious diseases is 
prevented, and an opportunity is afforded for the 
discovery and rectifying of any minor physical 
defects. 

Two dining rooms and service kitchens at either 
end serve the boys and girls who are up patients. 


Continued on Page 36 
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Frigidaire Maintains Correct 
Temperatures for Every Need 


Whether it be in the hospital, with its many and varied demands for depend- 
able refrigeration, or in the private home where refrigeration needs are 
comparatively simple, Frigidaire maintains temperatures which meet all 
requirements safely and satisfactorily. 


Frigidaire automatically maintains at all times, constant low temperatures 
and dry atmospheres in which the growth of bacteria is checked. In the hos- 
pital, it provides correct temperatures for safely preserving serums, anti- 
toxins, and costly drugs. In the home, it provides dependable, convenient 


refrigeration which safeguards health and the pocket-book. 


We will be glad to send you more complete information 
regarding Frigidaire. A request will bring it promptly. 


Frigidaire Corporation, Toronto, Ont, 


FRIGIDAIR 


PRODUCT OF GENERAL MOTORS 
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Institute Changes in Educational System of 
Ontario Hospital, Orillia 
Continued from Page 34 
Dr. Hamilton’s residence and the executive offices 
of this building are in the centre, leaving the bright 
outer rooms for the patients. 

Delightfully bright and cheery is the lecture 
room where the pupil nurses will be given the lectures 
in connection with their course. Dr. McGhie is 
arranging that the course followed shall be the same 
as that outlined by the superintendent of Ontario 
Training Schools for Nurses, so that with six months’ 
additional obstetrical training in another hospital the 
graduates of the Orillia Ontario Hospital may secure 
their registered nurses’ degree. Applications for 
probationers are being received now, and the course 
will commence in August with, it is expected, a class 
of fourteen pupil-nurses. 

The residence of the former Superintendent, the 
late Mr. Downey is being converted into a nurses’ 
residence. On the main floor will be the private 
apartment of the Superintendent of Nurses, Miss 
Stubley, whose living room will have double doors 
that permit the throwing of that and the recreation 
room of the nurses in training into one, if so desired 
at any time. 
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On the second floor will be their library and a sun- 
porch study overlooking the lake. On this floor 
and the one above are the dormitories, five in number, 
including private dormitories for the graduate nurses, 
one of which will be on each floor. They are all 
delightful rooms and are being redecorated and made 
exceedingly attractive. The home also includes the 
most modern bath equipment. With such a training 
course and such comfortable accommodation, there 
should be no lack of applications from those desiring 
nursing training. 

The supervising nurses at the present time are 
Miss O’Gorman and Miss Merkley, graduates of the 
Ontario Hospital at Whitby, and Miss Went, a 
graduate of the Orillia Soldiers’ Memorial Hospital. 

Amongst other alterations and improvements 
under way is the opening of a new reception room for 
the relatives and friends of patients. It is to be 
located in the large staff dining-room off the main 
hall, and, while easy of access, will give desired 
privacy to those who come to visit. 

A new staff dining-room is being opened in the 
room where the sewing machines were formerly 
placed, and off it is a large and well equipped, tile- 


floored service kitchen. Here all food will be pre- 
Continued on Page 4] 




















Women’s General Hospital, Montreal 


Reorganization of its laboratory and X-ray depart- 
ments is announced by the Women’s General Hospital. 
These departments have been fully equipped to do the 
latest type of scientific work, so that patients may have 
the most modern methods of examination. 

Miss Ida M. Sheppard, B.Sc., of Des Moines, 
Iowa, has been appointed to take charge of both of these 


departments, under the direction of Dr. W. H. Chase 
in the laboratory, and of Dr. George Fisk in the X -ray 
department. 

Miss Sheppard holds the Bachelor of Science degree 
of Illinois Wesleyan University of Bloomington, IIl. 
She was for some time previous in charge of the 
laboratory of the Broadlawn General Hospital. 
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Everything that is cleaned with 


GILLEX 


Gillex dissolves grease with effortless effici- antisep tical I y 


ency, and the solution, by penetrating 
every crack and crevice of the utensil, equip- clean 
ment or surface, removes all grease and dirt. 
It has no odor—does not scratch—leaves 
no sediment. Its low cost, plus its marvel- 
ous efficiency, makes it a truly economical 
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STRATHROY, ONT.—Miss McKay, of Woodstock, 
is the newly appointed assistant superintendent of 
the Strathroy Hospital. 

* * * 


Toronto, Ont.—The City Council has approved 
the application for the erection of the Orthopedic 
Hospital on Prince Arthur Avenue. 

* * ¥ 


Victoria, B.C.—Work on the new nurses’ home 
which is to be added to the Queen Alexandra Solarium 
will be commenced shortly, to be in readiness for 
occupation this summer. 

x * * 


CAMPBELLTON, N.B.—Miss Winifred McLean, of 
the Royal Victoria Hospital Staff, Montreal, has 
accepted the position of the Superintendent of the 
Soldiers’ Memorial Hospital. 


* * * 


KiInGsTton, OnTt.—Miss Maude Sterling, who for 
over three years was the matron of Mowat Sani- 
tarium, Kingston, and who is now superintendent of 
the Owen Sound General and Marine Hospital, 
had the great honour of turning the first sod in the 
erection of the new $80,000 wing to the Owen Sound 
Hospital. 

* * * 


CALGARY, ALTA.—One of the very practical and 
worthy aims of the Calgary Tuberculosis Association 
has at last been realized, the opening of a clinic for 
the examination and prevention of tuberculosis. 
A local doctor is to be placed in charge of examinations 
and the association’s nurse, Miss Elizabeth Moore- 
house, is to assist him. During the week, Miss 
Moorehouse will do follow-up work throughout the 
city. 

* * x 

HAMILTON, Ont.—Dr. W. W. Williams, superin- 
tendent of the local Ontario Hospital, stated that a 
new arrangement had been made whereby patients 
on probation will receive the attention of a trained 
nurse and treatment which will accelerate their 
complete discharge. 

The nurse will visit the homes of patients on 
probation. She will carry on observation work, 
keep complete records and tender advice to relatives 
regarding the case. 

New buildings valued at $180,000 are to be erected 
on the grounds this year. 


SASKATOON, SASK.—Extension to the present 
isolation quarters at the city hospital to take care of 
smallpox patients, involving an expenditure of about 
$6,000, will in all probability be erected this year. 

* * * 


COLLINGWoop, OnT.—Work has commenced on 
the erection of the memorial wing at the G. & M. 
Hospital. This new wing is possible through the 
generosity of Mr. Leighton McCarthy, K.C., of 
Toronto. 

4 * * 


Lonpon, Ont.—The erection of a 52-bed addition 
to the Queen Alexandra Sanatorium, costing approxi- 
mately $87,000, is to be proceeded with immediately, 
according to the London Health Association. The 
new building is to be known as the Pocock Pavilion. 
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St. LAMBERT, QUE.—Miss E. S. Trench, former 
graduate of the Homeopathic Hospital, Montreal, 
and for eighteen years superintendent of the Women’s 
Hospital, has opened a private hospital in St. Lam- 
bert. 

* * 

Hairax, N.S.—The resignation of Miss Florence 
Merlin, superintendent for the past four years of the 
New Waterford General Hospital, has been accepted 
by the Hospital Board. 

a 

MOoosE JAw, SASK.—Mrs. A. M. Young, graduate 
of the Oshawa General Hospital, has been appointed 
superintendent of the Moose Jaw General Hospital. 

* * * 


CALGARY, ALTA.—Holy Cross Hospital is to be 
enlarged. A complete new wing is to be constructed, 
while extensive remodelling of other parts of the 
building will be undertaken in the near future. The 
cost of the improvements and additions will amount 
to between $250,000 and $300,000. 


* * * 


NortH Bay, Ont.—The board of management of 
the Queen Victoria Memorial Hospital has announced 
the acceptance of the application of Miss M. A. 
Howard, formerly of the Kitchener-Waterloo Hospital 
for the position of superintendent, to succeed Miss 
E. Rogers, resigned. The application of Miss Alice 
Sewell has been accepted for the position of secretary, 

* o* * 


TRENTON, ONT.—Plans were laid before the 
council for the erection of a hospital at the corner of 
Sydney and Dundas Streets. The property is a gift 
of Dr. E. A. McQuade. Operating costs will be 
borne entirely by the hospital board. Further 
details of this will be announced later. 

Plans call for the erection of a two-storey building 
of fireproof construction at a cost of $50,000. 

« * * 


Lonpon, Ont.—Members of the graduating class 
of Meds, ’28, at the University of Western Ontario, 
have been appointed to serve as internes in fourteen 
hospitals in Canada and the United States. 

Graduates and their appointments are as follows: 
Bruce Gerhard, Delhi, appointed to Brantford 
General Hospital; William Johns, St. Thomas, 
Toronto General Hospital; Neil Laurie, Leamington; 
A. Mowry, Toronto and J. S. McGregor, Western 
Hospital, Toronto; T. A. McCallum, of this city, 
Ontario Hospital; H. J. Nunn, Allanburg, Vancouver 
General Hospital; T. O. Mulveney, St. Thomas, 
Buffalo City Hospital; B. Potts, St. Thomas, and 
C. W. Procunier, Belmont, St. Joseph’s Hospital, 
city; B. D. Wiley, Blenheim, Mount Clemens, 
Michigan, Hospital; G. H. Agnew, Battle Creek, and 
Milton Walker, city, Ford Hospital, Detroit; Ed. 
Bartram, Parkhill, Montreal General Hospital; E. 
Bleuglet, St. Joachim, Hotel Dieu, Windsor; W. 
Bole, West Lorne, and Kenneth Lindsay, of this city, 
Victoria Hospital; Leon Callaghan and Crawford 
Lewis, both of this city, appointed to the New York 
City Hospital; M. D. Comfort, Mount Brydges, 
Harper Hospital, Detroit. 
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News of Hospitals and Staffs 
Continued from Page 39 
VANCOUVER, B.C.—The sixteenth annual meeting 
of the British Columbia Graduate Nurses was held 
in Vancouver in April. 
a 
NortH Bay, Ont.—Miss Alice Sewell has been 
appointed to the position of Secretary by the Board 
of Management of the Queen Victoria Memorial 
Hospital. 
pe. woke 
BROCKVILLE, OnNT.—Miss John Gibson, matron 
and dietitian at the Brockville General Hospital for 
a number of years, has retired from her position. 
ee 
MoosE JAw, SASsK.—The formal opening of the 
new wing of the Providence Hospital took place on 
May 2nd. The wing has just been completed, and a 
children’s ward, with all modern equipment, takes 
the place of the chapel in the old portion of the 


hospital. 
°te Ya 


CHATHAM, OnT.—Miss Florence H. M. Emory, 
of the department of public health nursing of the 
University of Toronto, was re-elected president of the 
Registered Nurses’ Association at the annual con- 
vention held recently. 

Other officers elected were: First vice-president, 
Miss Muriel McKee, superintendent of the Brantford 
General Hospital; second vice-president, Miss Marian 
May, of the Ottawa General Hospital; secretary- 
treasurer, Miss Matilda Fitzgerald, of Toronto. 
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WELLAND, OnT.—Miss Laura M. Hutton, for the 
past two years superintendent of the Welland County 
General Hospital, has resigned from her position. 

e 6 

WINNIPEG, Man.—The convention of the Can- 
adian National Association of Trained Nurses will be 
held in Winnipeg in July. The convention will last 
five days, commencing on July 7th. 

ee a 

Nort Bay, OnT.—Announcement has been made 
of the appointment of Miss M. A. Howard, formerly 
of the Kitchener-Waterloo Hospital, as Superinten- 
dent of the Queen Victoria Memorial Hospital. Miss 
Howard succeeds Miss E. Rogers, who recently 
resigned. 

ae 

Moncton, N.B.—Rev. Sister Louise-Gertrude, 
registered nurse in Canada and the United States, 
has arrived in Moncton to take charge of the nursing 
class at the Hotel Dieu Hospital. Rev. Sister Louis- 
Alfred has accepted the appointment as Treasurer 
and Economist at this hospital, coming from Provid- 
ence Hospital in St. Johnsbury, Vermont, where she 
has been acting in a similar capacity. 

ee ae 


BARRIE, ONT.—The nurses’ residence of the Royal 
Victoria Hospital at Barrie has been formally opened. 
The building, which is a gift of Leighton G. McCarthy, 
K.C., is of colonial design, three storeys in height, is 
furnished to accommodate twenty-two nurses, and 
is thoroughly equipped throughout. 
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Toronto, OnT.—Mrs. Lena Campbell, R.N., who 
has resigned as matron of the Miramichi Hospital, 
has accepted a position as instructress of nurses at 
Wellesley Hospital, Toronto. 

eee 


Havirax, N.S.—Mr. W. W. Kenny has been made 
an honorary member of the local branch of the Nova 
Scotia Medical Society. Mr. Kenny is superinten- 
dent of the Victoria General Hospital. 

* * & 


Toronto, Ont.—After seven years of service as 
Superintendent and Secretary-Treasurer of the Hos- 
pital for Sick Children, Toronto, Mr. Watson Swaine 
has retired from active service. He will remain, 
however, in an advisory capacity. 

The Board of Directors have decided to divide 
the responsibilities, and Mr. J. H. W. Bower has been 
appointed Superintendent, and Mr. J, S. Crawford 
will take over the duties of Secretary-Treasurer. 

x * K 


Victoria, B.C.—New appointments to the nursing 
staff of the Royal Jubilee Hospital are: Miss Gertrude 
Currie, who has been head nurse of the Victorian 
Order of Nurses in Victoria for the past four years, 
appointed assistant director of nursing. 

Miss Winifred Cook, instructor for some years at 
the Montreal General Hospital, appointed instructress. 

Miss Myra Owen, who for the past four years has 
been supervisor of the operating room at the new 
Sydenham Hospital in New York, appointed oper- 
ating supervisor. 

Miss Ursula Whitehead, who was for a time 
matron of Quesnel Hospital, appointed night super- 
visor. 


Continued from Page 36 


pared for service, doing away with the old family 
system by which one had to do the carving for all. 
A special room is also being set aside in the kitchen 
department for the storing and slicing of bread. 
The loaves will be run through the slicing machine, 
the uniformity thus secured being a very desirable 
and waste saving feature. The cut bread will be 
taken by carriers to the various dining-rooms. 

Another improvement already effected is the 
combination of the cobbling shop and the shoe 
factory. Shoes to be repaired are now put on the 
machines and soled the same as new ones, the result 
being a much more satisfactory finished job. 

A new insulated ice house was erected this year. 
It has a capacity of over 500 tons, and with the 
insultation will do away with the necessity for 
packing the ice in sawdust. 

Most of the alterations are nearing completion, 
and already the beneficial effects of some of the 
innovations are becoming evident. Though he has 
been in office only a few months, Dr. McGhie has 
concentrated on the task in hand, and the work 
already accomplished and under consideration are 
abundant proof that he is bringing to it an executive 
ability of high order that should be productive of 
much worthwhile work. 
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AZNOE’S ATTRACTIVE OPPORTUNITIES FOR NURSES 
AND DIETITIANS INCLUDE—(a) Small industrial hospical 
far northwest wants graduate nurse who can do X-ray and 
laboratory work; $100 raised to $110 in three months. (b) 
Experienced Ethylene Anesthetist able to do blood counts, 
wanted in 80-ped general hospica), West Virginia. (c) Good 
Dietitian familiar with central cray system; $100 and main- 
tenance; New York City vicinity. (d) Night Delivery Room 
Heaa Nurse wanted in 200-bed general hospita., eastern metrop- 
olis; $90. (e) Instructress for 130-bed general hospital, Dakota. 
(f) Thoroughly reliable experienced Night Supervisor, Protestant 
for 110-bed Ohio Hospital. Good salary. (g) Directress of 
Nurses able to teach, settled woman, Protestant, wanted for 
35-bed general hospital} 16 students; must be eligible Penn- 
sylvania registration; $120. (h) Laboratory and X-ray Techni- 
cian, male or female, wanted in large hospital, eastern Canada; 
$150 and maintenance with good future. No. 1834 Aznoe’s 
Central Registry for Nurses, 30 North Michigan, Chicago. 
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MONTREAL, QUE.—Miss Mabel K. Holt has been 
appointed superintendent of the training school for 
nurses of the Montreal General Hospital, succeeding 
the late Miss S. E. Young. For the past two years 
Miss Holt has been superintendent of nurses at the 
Hamilton General Hospital. 
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Credit Bureaus Helpful in Collecting Accounts 


By A. B. BUCKERIDGE 
Manager, Pittsburgh Credit Bureau, Inc. 


While the hospital cannot investigate credit first 
in the way the retailer does, it can tear a page out of 
the retailer’s note book and use similar methods of 
collection. 

In the first place the merchant has an understand- 
ing when an account is to be paid. He informs the 
customer when the account is opened when same is 
to be paid. The terms are clearly understood, even 
if the arrangements call for weekly or monthly pay- 
ments over a year or longer. 

You all have personal accounts at stores. where 
you know that the bills must be paid on the 10th. 
You also have accounts at places where no terms are 
mentioned and you feel you are not obligated to pay 
right on the dot. When, as it occasionally happens, 
you do not have enough money to pay everybody in 
full, you know what happens. The stores which 
have made vou understand that prompt payment is 
necessary get theirs and the others take their turn, or 
receive only part payment, if any. 

Also consider the bank. When you sign a note 
you know that payment is to be made in thirty, sixty 
or ninety days. You adjust your finances so as to 
pay your obligation on the date due, and incidentally 
the bank does not hesitate to remind you a few days 
before the money is due, and as you know that is the 
bank’s regular procedure you heed the warning and 
do not feel offended. 

When hospitals adopt a uniform manner of ex- 


tending credit by means of advising patients of their 
terms then the first step in safe and sane credits is 
reached. 

The next step of a progressive retail store is to 
notify the customer when the time for payment has 
passed. For instance, if you have an account which 
is payable in thirty days and you do not take care of 
the obligation at that time, about the forty-fifth day 
you receive a nicely worded, gentle reminder that 
possibly you have overlooked the payment and the 
terms are called to your attention. 

At the end of sixty days the reminder is a little 
more to the point. 

At ninety days, the collection procedure begins 
in earnest and here is where the difference between 
collections and failure becomes apparent. 

At this stage is where the hospital can take 
advantage of the membership in a credit bureau. 

After the letters calling attention to prompt 
payment, a stronger message is needed, and the 
matter of advising the debtor of the necessity of 
maintaining a good credit standing is in order. 

Fortunately the hospital can use a truthful threat 
in telling the person that unless the account is paid 
it will be necessary to record the manner of payment 
to the credit bureau for its files available to the 
merchants, business and professional men of the city. 
I say fortunately, because it is indeed unfortunate 
that hospitals as well as other lines of business and 
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professions have fallen into the dangerous rut of 
making threats that are never carried out. 

When a debtor receives a threat that such and 
such a thing will happen to him if he does not pay— 
and either because of unwillingness or inability he 
does not or cannot pay, he waits for the fulfilment of 
the threat. Nothing happens, and he begins to 
wonder whether or not he was being “‘kidded.’” The 
next time a threat is made, he ignores it and finds 
that the game of bluff is very much used by creditors. 
The unfollowed up threats to collect accounts have 
produced more dead-beats and devitalized more 
collection departments than any other sources. 

This also applies to hospitals who turn their 
accounts over to questionable collection agencies, 
one after another. These agencies use every kind 
of threat imaginable, which they fail to carry out. 
They try to sinsult the debtor in every way possible 
to collect and leave behind them a mob of delinquents 
who are frothing at the mouth and damning the 
hospital for handing the account over to such an 
unscrupulous agency. 

But when the hospital can tell the patient that as 
a member of the credit bureau they are required to 
list with the bureau the records of all accounts not 
paid promptly when due, and in a helpful manner 
suggest that if payment is made at once they will 
omit their names from the list, then the hospital is 
using a means of collection that is painless, effective 
and helpful to the patient. Incidentally, when the 
patient does not pay, the hospital does so report 
to the credit bureau for the protection of its other 
members. 

Investigations conducted by credit bureaus have 
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shown that the people who do not pay hospitals do 
not pay the grocer, meat dealer, department store, 
physician, dentist, etc. 

Every credit bureau has a series of collection 
letters which are sent out for members at a very low 
cost and which the hospital can use with very good 
effects. 

The first letter tells the patient that each member 
has to send the bureau a list of ratings at regular 
intervals which are placed in the bureau files. The 
bureau points out that the account mentioned is past 
due, and should be paid at once to avoid an unfavour- 
able report. 

The second of the series calls attention to the 
fact that the first letter has not been acknowledged 
and that no payment has been made on the account. 
It points out that every credit grantor is entitled to 
one of two things: either that the debtor pay the 
account or explain why it has not been paid. The 
letter closes with the statement that the bureau is 
not a collection agency but is merely trying to protect 
their credit. 

You can see that these two letters do not contain 
anything that the person receiving them could take 
any offense at. In fact, bureau records show that 
the majority of people write or call the bureau and 
thank them for calling their attention to the account, 
with the most usual alibi that they had never received 
a statement of the amount owing, and thought it had 
been paid. 

The third letter is for the class of people who do 
not respond to gentle treatment or hints. It tells 
them that unless they take care of the account within 
a specified time the information will be placed in the 
bureau files available to practically every merchant, 
business and professional man in the city or county, 
and will no doubt result in their being refused further 
credit. 

When the letters do not achieve settlement, then 
if the bureau handles the collections, it is the best 
source of recovery. In case the bureau handles 
credit reports only, it is best to have a responsible 
collection agency handle the accounts, or make 
arrangements with a reputable attorney to take care 
of them. 

While a hospital should secure credit reports on 
patients, there is one time when it always should 
call the bureau. That is when an account is more 
than thirty days overdue. By getting a report from 
the bureau you can find out whether the party has 
the willingness and ability to pay. A person may 
have lots of money, own his home and hold title to 
an expensive automobile, but unless he has the will- 
ingness to pay, he is an unprofitable customer. He 
also may have the willingness to pay, but unless he 
has a good position, money in the bank or other 
resources he cannot meet the obligation, no matter 
how hard he wants to. 

If the patient is in good standing, has always 
paid his bills promptly, then you know that there is 
not much necessity of prompting him or continually 
reminding him of the account. But if he owes 
everybody in town, it is not necessary to dilly and 
dally around. If he has any money he will pay the 
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most persistent collector. If you do not follow him 
up closely he may move and your chances of finding 
him are very remote. 

If the bureau’s investigation shows that the 
patient is one in desperate circumstances, owes more 
money than he can possibly pay in a few years, as is 
the ‘case in countless instances, it is better to cross 
the account off your books and charge it to charity 
than to waste your time in throwing good money 
after bad or pressing the miserably unforunate. 

Hospitals should co-operate with bureaus because 
of the moral asset which is their greatest benefit. 
When people know that unless they pay their bills 
promptly the information will be reported to the 
credit bureau and will result in their being refused 
further credit, they naturally are going to be more 
careful in the obligations they incur. 

Hospitals should contribute to advertising funds 
of bureaus and credit associations to educate the 
public through the printed word of the necessity of 
prompt payment. By displaying the sign showing 
that you are members of the credit bureau in your 
office you impress upon your customers that you are 
organized. By printing on your bill-heads ‘‘Member 
Credit Bureau,” you show your patients that you 
report the paying habits of the people on your books. 
And when you take an active interest in the credit 
organization you will find many other ways in which 
you can benefit. 


KIMBERLEY, B.C.—The opening of the new wing 
of the Kimberley Hospital officially took place on 
May 12th. The addition was completed just before 
that time and was occupied during a part of April. 

* * * 


NortTH VANCOUVER, B.C.—Notification of govern- 
mental approval of plans for the erection of a new 
sixty-bed hospital is expected by the building com- 
mittee of the joint North Vancouver Hospital Board. 
The cost of the hospital will be $160,000 and it 
should be ready for occupancy about November. 

a * x 


DRUMHELLER, ALTA.—Plans for the erection of an 
annex to the Drumheller Hospital have been ap- 
proved. 

The proposed addition will be a three-storey 
wing, a portion of which will be used for the nurses’ 
home. 
from which the main building will be heated. The 
estimated cost of the improvements is $32,000. 

. a « 


CaLcary, ALTa.—A special hospital accommo- 
dation committee has recommended a new $1,000,000 
General Hospital, to be erected about seventy-five 
feet west of the present building. 

The plan favoured by the committee is to build 
the new hospital in three units, which will have a 
capacity of 500 beds when completed. Probably the 
right wing, with accommodation for 150 beds, would 
be erected first, with the other two wings to follow. 
The present hospital building would be used during 
construction and eventually would become a nurses’ 
home and possibly house a ward for chronic patients. 
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FOODS and BEVERAGES 


LA PERLE 


PURE FRENCH OLIVE OIL 
hare and pronounced ‘‘a perfect specimen of 
Write, wire or phone at the expense of 


W. G. PATRICK & CO., LTD. 
51-53 Wellington St. W. ~ * Toronto 


HALIFAX MONTREAL WINNIPEG CALGARY VANCOUVER 








Serve Your Patients with 


BEEKIST HONEY 


The choicest selection of Ontario’s Honey rigidly graded 
and inspected. It contains all the elements necessary to 
the building and nourishing of the human system. 


Ontario Honey Producers Co-Operative 


LIMITED 
47 Wellington St. East - 











Toronto, 2, Ont. ! 








Classroom Equipment 














Classroom Equipment 


Dissectible Models, 
Charts, Bone Studies, Dolls, Specimens and Slides 





Jor 
Anatomy, Physiology, Obstetrics, Gynecology, 
Neurol eked A Onelegy. seca 
Laryngology, Etc. 


Denoyer-Geppert Company 








5235-57 Ravenswood Ave. - CHICAGO, ILLINOIS 

















A boiler room and laundry is to be erected 





Sterilizing Apparatus 























Diack Contbot 


STERILIZATION Accepted the 


world over as a needed safety measure 
SAMPLES FREE 


A. W. DIACK 


5533 Woodward Ave. DETROIT, Mich, 
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SURGICAL DRESSINGS 
ABSORBENT LINTS 
GAUZES 
GAUZE TISSUE COTTON WOOLS 
BANDAGES 


We are distributors of the product of 
one of the largest Mills 
in Great Britain 


Supplying 
Hospital Units Throughout Canada. 


QUOTATIONS AND SAMPLES FOR STERILIZATION 
OR OTHER TESTS GLADLY FURNISHED 


HOSPITAL AND PUBLIC INSTITUTION DIVISION 


SPECIAL CONTRACT DEPARTMENT 


Robert Simpson Gonipany 


TORONTO 
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ROLLS 
IN THREE SIZES 


16-Pound 
5-Pound 
2-Pound 


READY-CUT 
IN 6 SIZES 


30" x 24" 
12" x12" 
12° x. 8" 
8"x gl 
12° x 4 
Q" x 34" 


FOR THESE THREE 
IMPORTANT USES 
1, Dressing Pads 
2. Maternity Pads 
3 Defecation Pads 











bis : 


Kotex Pads are unusually comfortable, highly absorbent and, being ready-to-use, 
are doubly economical because of the time saved 
H EAVY drainage cases demand the highest possible 
absorbency. Tests prove that Cellucotton Absorb- 
ent Wadding is the most absorbent material known 
in dressings practice. Its retentive power is remarkable. 


Cellucotton. Absorbent Wadding is the accepted 
material for dressing pads to be used in prostatectomy, 
cystotomy, empyema and other heavy drainage cases. 
It is also used for wadding with casts or splints, pneu- 
monia jackets and bolsters .... Let us tell you how you 
can use Cellucotton Absorbent Wadding to the best 
advantage in your hospital. A card or letter mailed to 
the nearest Lewis office will bring a representative 
to you. 





LEWIS MANUFACTURING CO. 
OF CANADA, LTD., 


13 Victoria Square, Montreal, Quebec. 











CELLUCOTTON 


ABSORBENT WADDING 














